Brief comment text:

I’m concerned about the proposed changes to reclassify the frequency spectrum at 915mhz used by Meshtastic and other Lora devices. These systems provide a great learning opportunity, space dramatically improved off grid communication, and a gateway for people to become involved in licensed amateur radio.
